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Message Text 

UNCLASSIFIED 

PAGE 01 FRANKF 05923 2615 19Z 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EPAE-00 OES-09 OIC-02 /024 W 

064987 261523Z/45 

R 261455Z JUL 78 
FM AMCONSUL FRANKFURT 
TO SECSTATE WASHDC PRIORITY 2724 
INFO AMEMBASSY BONN 
USMISSION USNATO 

UNCLAS FRANKFURT 5923 

E.O. 11652: N/A 
TAGS: NATO, CCMS 

SUB J : ACCOMMODATIONS FOR CCMS DRINKING WATER CONFERENCE, 
SEPTEMBER 13-15 

REF: STATE 175544 

1 . RESERVATIONS FOR NINE SINGLES HAVE BEEN MADE AT THE HOTEL 
BERLINER HOF, DOUGLASSTRASSE 7, 7500 KARLSRUHE. TELEPHONE: 

(0731)222 42. 

2 CONTROL OFFICER FOR THE VISIT IS LYNWOOD DENT, OFFICE PHONE 
(0611) 740071. HOME PHONE: (0611) 561932. 

3. PARTICIPANTS ARE REMINDED THAT THEY ARE PERSONALLY 
RESPONSIBLE FOR BILLS THAT MAY OCCUR FOR ROOMS THAT ARE CANCELLED 
WITHOUT SUFFICIENT PRIOR NOTICE.LEHMANN 


UNCLASSIFIED 


NNN 
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